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4 AUG 1982 


CRS/Sirrine, Joint Venture 
1111 West Loop South 
Houston, Texas 77027 

Attention; Hr. Paul A. Kennon 


Gentloaen: 

The process of selecting an architectural-engineering 
firm for the design of the Hew Building at 
quarters, McLean, Virginia, has boen completed. The firm 
of Smith. Hinchman $ Grylls Associates, Inc. nas been 
chosen, subject to successful contract negotiations. 

Members of the Evaluation Team who have met with you 
ask that I extend their appreciation for the gracious, co- 
operative, and very professional manner in which you and 
your representatives have responded to our requests. 

It is requested that all copies of the 1) Master 
Development Plan and Master Utility Systens Plan and ) 
Environmental Assessment and Master Development Plan be 
returned to: 


Building Planning Staff 
Room 4E50 

Central Intelligence Agency 
Washington, D.C. 20505 


Sincerely, 

STAT 


Contracting Officer 
Office of Logistics 


Distribution: 


Orig - Addressee 

t - C/PSSCB/PD/OL (Official) 
JC - 0L/8PS 


1 - OL Reader 
1 - OGC/PLD 
OL/BPS 


(4 Aug 82) 


OL 2 3522 


STAT 
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